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EC Certificate of Conformity Revol 
(to EC Directive 99/5-89/336-93/68-73/23) 


C€ 0523 


DECLARATION OF CONFORMITY N"00082501 


Manufacturer COTE. Internationa Sk 
Adres Via Sevardi 7 42010 Mancasale Reggio Emilia 
Products Name ALAN 456 

Product Type PMR 446 UHF handportable transceiver 


‘The product described above is in conformity withthe following Specicatins based on sample testing 


Document N° Tile Edition / Date ofisue 
ETS 300.296 Radio Equipment and Systems (RES), Land mobile service, December 194 
“echnical characteris and tet conditions for ro 
‘sjupment using integral antennas intended pomariy for 
aralogue speech 
1ETS300.296 A1 Radio Equipment and Systems (RES), Land mobile service; March 1997 


ETS 300.279 ‘Radio Equipment and Systems (RES). ElectoMagnetic February 1996 
Compatibility (EMC) standard for Private 
land Mobile Radio (PMR) and ancilary equipment 
(Gpeech andr non-speech) 

ETS300.279 A1 Radio Equipment and Systems (RES), ElectoMagnetic March 1997 
Compatibility (EMC) standard for Private 
land Mobile Radio (PMR) and ancilary equipment 
(Gpeech and/or non-speech) 

EN 60950 +AL+A2+A3_ Susy of lformation Technology Equipment, August 1998 


Supplementary information to the conformity assessment ress on wich the declaration is based 
The tested sample fulfils the requirements specif above, on the basas of th test rents and their evaluation, as show in the 
following Test reports N T17008-1-01TW /T1700S-2-00NP MIKES product service gmbh 

The product herewith complies with the requirements of EC Directive 9//EEC B9/336/EEC 92/3 EBC 93/68IEEC 
‘TVAMEEC 9V9T/EEC Reference to any marking or other indication (e.g. on the product) exhibited in attachment to this 
declaration 


Reggio Emilia 2505/2000 (CTE international 
‘Quality Assurance 


[CTE International ur Via RSevardi7- 42010 Mancasale- Reggio Emilia Taly 


